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About us: 
What is Erectile Dysfunction (ED)? 


* ED is an inability to maintain erection, but many men do not report erectile 
dysfunction (ED) to their partner, or physician, due to social stigmas associated 
with bedroom performance. A Johns Hopkins study revealed that over 18 million 
men in the U.S. over the age of 20 experience difficulties having and maintaining 


an erection. 


What are Signs & Symptoms of ED? 


* Erectile Dysfunction (ED), also Known as impotence, is the inability to maintain 
an erection long enough and firm enough for sexual intercourse. ED occurs when 
blood flow to the Corpora Cavernosa (chambers of the penis), is decreased due 
to vascular disease or blood leaks out due to loose collagen wall. 
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